THE CLEVELAND MUSEUM OF ART FOR RELEASE Monday, October 20,1958 

CLEVELAND 6. OHIO 

TELEPHONE: GARFIELD 1-7340 


To aid the Building Staff of The Cleveland Museum of Art in meeting added 
responsibilities involved in the operation of its wilarged plant the Trustees of the 
Museum have appointed James Cuthbertson as Manager of Plant Operations. 

Cuthbertson has been staff engineer at Case Institute of Technology for the 
past year and a half. Before coming to Case, he was in charge of Plant Operations at 
the University of Washington, Seattle and at Drake University, Des Moines, Iowa and was 
Assistant Business lianager at Knox College, Galesburg, Illinois, 

Bom and educated in Scotland, Mr, Cuthbertson, who is 46 years of age, came 
to this coimtry in 1947. He lives in Lakewood v/ith Iris wife and two daughters, - 
Elizabeth and Sheila, and a son, James, Jr, 
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